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Message Text 



CONFIDENTIAL POSS DUPE 
PAGE 01 STATE 131208 
43 

ORIGIN SY-10 

INFO OCT-01 ADP-00 FBO-01 ARA-I0 /022 R 

DRAFTED BY A/SY/T MDOIG 
7/3/73 EXT 20548 

APPROVED BY A/SY/T DGFISCHER 

000240 

R 051443Z JUL 73 
FM SECSTATE WASHDC 
TO AMEMBASSY GUATEMALA 
INFO AMEMBASSY PANAMA 

CONFIDENTIAL STATE 131208 

E.O. 11652 GDS 
TAGS:ASEC,GT,PN 

SUBJECT: ACOUSTIC CONFERENCE ROOM 
GUATEMALA FOR RSO, PANAMA FOR RSS 
REF: YOUR MEMO DATED MAY 4, 1973 

1. SY/T IS EXPECTING DELIVERY OF NEWLY DESIGNED ACOUSTIC 
CONFERENCE ROOMS NO LATER THAN JANUARY 1974. IF EARLY 
1974 INSTALLATION AGREEABLE TO POST SY/T WOULD LIKE TO 
INSTALL NEW MODEL 12 BY 18 FOOT ACR IN GUATEMALA. PLEASE 
ADVISE POST'S CONSIDERATION OF THIS INSTALLATION. 

2. SY/T WILL PURCHASE AND SHIP ELECTRIC SOLONOID LOCK 

FOR EMBASSY VEHICLE GATE WHEN FY-74 FUNDS ARE RELEASED. RUSH 



CONFIDENTIAL 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: worrelsw 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE131208 
Document Source: CORE 
Document Unique ID: 00 
Drafter: SY/T MDOIG 
Enclosure: n/a 

Executive Order: GS FISCFIER 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730753/aaaabmuc.tel 

Line Count: 45 
Locator: TEXT ON-LINE 
Office: ORIGIN SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: worrelsw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23-Jan-2002 by martinmb; APPROVED <28 FEB 2002 by worrelsw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ACOUSTIC CONFERENCE ROOM GUATEMALA FOR RSO, PANAMA FOR RSS 
TAGS: ASEC, GT 
To: GUATEMALA 
Type: TE 
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